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SUBJ: CCMS-ADVANCED HEALTH CARE PILOT STUDY-MEETING OF AUTOMATED 
CLINICAL LABORATORIES WORKING GROUP-NOVEMBER 12-15, 1973 

1. THE FOLLOWING IS THE TEXT OF A LETTER DATED SEPTM 7 FROM DR. IAN 
P. WOOTTON. CHAIRMAN OF THE ACL WORKING GROUP REGARDING THE MEET- 
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SCHEDULED FOR NOVEMBER 12-15 IN WASHINGTON, D.C.: 

" YOU WILL RECALL THAT WE DECIDED IN COMO TO TRY TO MAKE 
ARRANGEMENTS FOR A FURTHER MEETING OF THE COMMITTEE IN 
WASHINGTON. THIS LETTER IS TO TELL YOU THAT WE HAVE NOW 
FIXED THE DATES, WHICH WILL BE 12-15 NOVEMBER 1973. 1 WILL 
WRITE TO YOU LATER WITH MORE DETAILS ABOUT THE BUSINESS TO 
BE TRANSACTED, BUT I THOUGHT THAT YOU WOULD LIKE TO HAVE AS 
LONG NOTICE AS POSSIBLE IN CASE YOUR DIARY, LIKE MINE, IS 
GETTING RATHER FULL* 

I MUST REMIND YOU THAT THE TRAVELLING AND HOTEL EXPENSES 
OF THE COMMITTEE MEMBERS ARE THE RESPONSIBILITIES OF THEIR 
OWN INDIVIDUAL COUNTRIES. YOU SHOULD THEREFORE MAKE YOUR OWN 
ARRANGEMENTS FOR TRAVELLING, AND I EXPECT THAT MOST OF US 
FROM EUROPE WILL BE FLYING OVER ON THE 10TH OR 1 1TH NOVEMBER. 
ALTHOUGH WE EACH HAVE TO FIND OUR OWN HOTEL EXPENSES, 

DR. MELVILLE HAS KINDLY AGREED TO MAKE THE NECESSARY 
RESERVATIONS. 

I WOULD BE VERY GRATEFUL IFYOU WOULD LET ME KNOW, AS SOON AS 
POSSIBLE, WHETHER YOU CAN ATTEND THE MEETING AND WHETHER YOU 
REQUIRE HOTEL ACCOMMODATIONS TO BE BOOKED. IT WOULD HELP 
MATTERS IF YOU ALSO SEND A COPY OF YOUR REPLY TO: 

DR. ROBERT S. MELVILLE 

CHIEF, AUTOMATION AND BIOENGINEERING SECTION 
RESEARCH GRANTS BRANCH 
NATIONAL INSTITUTES OF HEALTH 
BETHESDA, MARYLAND 20014 

I DO HOPEYOU ARE ABLE TO COME AND LOOK FORWARD TO AN INTER 
ESTING MEETING." 

2. ADDRESSEES WERE: 

DR. GORDON L. WHITBY (SCOTLAND) 

PROF. DR. AXEL DELBRUECK (GERMANY) 

DR. R.H. ALLEN (CANADA) 

DR. ALOISIO MOREIRA COELHO (PORTUGAL) 

PROF. GIULIO VANZETTI (ITALY) 

DR. STEN MULLERTZ (DENMARK) 

DR. MICHEL BLANQUIE (FRANCE) 
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DR. VAN EGMONT (BELGIUM) 

3. THUS FAR, MELVILLE HAS RECEIVED RESPONSES FROM WHITBY AND 
BLANQUIE. WOULD APPRECIATE EMBASSY' ASSISTANCE CONTACTING OTHER 
ADDRESSEES TO ASCERTAIN WHETHER THEY HAVE RECEIVED LETTER AND TO 
OBTAIN RESPONSE. PLEASE ADVISE. 

4. ACCOMMODATIONS FOR ALL PARTICIPANTS HAVE BEEN ARRANGED AT THE 
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HOLIDAY INN HOTEL IN BETHESDA, MARYLAND. TENTATIVE SCHEDULE FOR 
MEETING IS AS FOLLOWS: 

NOV. 12- MEETING AT CENTRAL POINT, PROBABLY NIH TO AGREE 
ON DETAILED AGENDA, HEAR FROM DR. EGEBERG, AND 
OUTLINE ASSIGNMENTS FOR WRITING REPORTS, ETC. 

NOV. 13- ALL-DAY SESSION AT NATIONAL BUREAU OF STANDARDS 
RE STANDARD REFERENCE MATERIALS AND REFEREE 
PROGRAM. 

NOV. 14- MORNING AT GEORGETOWN UNIVERSITY WITH DR. MARTIN 
RUBIN REVIEWING PROGRESS ON POSITIVE PATIENT AND 
SAMPLE IDENTIFICATION SYSTEM WHICH IS NOW FUNCTIONING 
AT CLINICAL CENTER OF GEORGETOWN UNIVERSITY. 

AFTERNOON MEETING WITH STAFF AT NATIONAL LIBRARY OF 
MEDICINE TO DISCUSS SLECTION OF KEY WORDS FOR 
COMPUTERS IN AUTOMATION. 

NOV. 15- PREPARE FINAL REPORT ON MEETING. 

ADJOURN MID-AFTERNOON. KISSINGER 
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